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DEPT FOR SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : TG GUARD SYSTEM INSTALLATIONS 

REF: STATE 206102 

1 . AFTER CHECKING RTC FILES, NO REQUESTS WERE FOUND FOR 
INSTALLATION OF TG GUARDS SYSTEMS. 

2. AS FAR AS CAN BE DETERMINED ONLY ONE SURVEY (BONN) HAS 
BEEN MADE FOR SYSTEM INSTALLATION. 

3. NO INSTALLATIONS HAVE BEEN MADE IN RTC FRANKFURT TERRIROTY. 

4. THERE IS ONE TG GUARD SYSTEM IN FRANKFURT STOCK; THERE ARE 
NO GRENADES HOWEVER. LEHMANN 
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